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washer, one end of the upper circular part of the ducts connecting
through round openings in the inlet side plate with the inlet distrib-
uting box, and the other end placed against round openings in the
opposite side plates. The upper or outlet compartment above the
ducts is connected with the gas outlet box by means of a long hori-
zontal opening placed near the top of the box.

The washer is allowed to fill with liquor until the depth of seal
through which the gas has to force its way will show a differ-
ential pressure of about three inches. The overflow should be set

FIG. 242.   ABSORPTION OF HYDROFLUORIC ACID GAS.
to allow the liquor just to pass when this point is reached, the cock
in the equalizing pipe being open.
The gas first passes into the inlet distributing box and through
the circular openings in the inlet side plate into the upper part of
the ducts, depressing the liquor in the narrow throat of the ducts and
passing through the small holes in the slanting surface of the sub-
merged part, thereby effecting a fine distribution of the gas, which
passes up through the liquor in minute bubbles.
The gas then goes into the top of the washer and through the
long horizontal opening into the outlet box.
The long horizontal outlet opening extends nearly the whole width
of the box, and is made of ample area to allow for the slow and easy
passage of the gas. This prevents carrying entrained water with
the gas.